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Vertical Systems Analysis, Inc. (VSA) is 
an elevator and escalator consulting and 
engineering firm with over 30-years of 
history and hundreds of satisfied clients. 
We offer a broad range of services, 
including elevator and escalator design; 
technical drawings and specifications for 
new construction and modernization; 
traffic analysis; maintenance condition 
audits; annual test witnessing; proposal 
and invoice reviews; permit filing and 
expediting; and much more. 


CONSULTING & ENGINEERING SERVICES 


30 YEARS OF SOLUTIONS, SINCE 1986 


We have been a leading elevator and escalator 
consulting firm since 1986, working with 
building owners and property managers in 
New York, Chicago, Philadelphia, Miami and 
across the country. Whether you're looking to 
install new elevators in a building, modernize 
your existing equipment, or arrange for 
inspection and testing, you can count 

on Vertical Systems Analysis, 

Inc. for knowledge, professionalism and 
client service. 
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VSA CONSULTING 


307 WEST 36TH STREET 
8th Floor 
NEW YORK, NY 10018 
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